The Voluntary Water Efficiency Labelling Scheme (WELS) on Urinal Equipment in low pressure application (Category 2) 
Register (as at 31.3.2022) 


Registration Company Company's Telephone / Brand Model Country of | Symbolic Water | Water Flush | Description | Date of Issue 
Number Website Origin Presentation | Efficiency | Volume per | of urinal 
on the Water | Grade cycle equipment 
Efficiency | (1/2/3/4) | (litre/cycle) 

2U 21-0003 |H2O (Pro) Limited 2891 9772 Twyford VC7004WH Egypt ` Urinals with | 3.9.2021 
www.ebon.com.hk l trap 

2U 21-0002 |Star Link China Limited 2811 5868 Kohler | K-5889T-XX-YY China ô : Urinals with | 1.4.2021 
i trap 

2U 21-0001 |Glory Top Building Materials Armitage S611001 UK ô : Urinals with | 15.3.2021 
Ltd : com. Shanks l trap 


2U 20-0001 |Grohe Hong Kong Limited INAX U-431VR/BW1 Vietnam 6 ; Urinals with | 23.9.2020 
; : ; trap 

2U 19-0002 [E&I International Limited Bellini NG/249XXX China s Sensor flush | 27.12.2019 
www.bellini-italy.com l valve 

2U 19-0001 |Universal Building Materials |2490 9328 Cotto 30207BI Thailand i : Urinal with 17.7.2019 

Limited i trap 

2U 13-0003 |Dreyer & Co. Ltd 2613 2016 RENE 50310 UAE 4 ‘ Urinal with | 27.9.2013 
www.dreyer.com.hk l trap 

2U 13-0002 |Dreyer & Co. Ltd 2613 2016 RIGEL UH-03BP i Urinal with | 11.3.2013 
www.dreyer.com.hk ) trap 

2U 13-0001 |Dreyer & Co. Ltd 2613 2016 RIGEL UH-03TS i ' : Urinal with | 11.3.2013 
www.dreyer.com.hk l trap 

2U 12-0003 |Dreyer & Co. Ltd 2613 2016 RENE C502.2-II i Ar Sensor flush | 14.12.2012 
www.dreyer.com.hk eile valve 





The Voluntary Water Efficiency Labelling Scheme (WELS) on Urinal Equipment in low pressure application (Category 2) 
Register (as at 31.3.2022) 
Registration Company Company's Telephone / Country of | Symbolic Water | Water Flush | Description | Date of Issue 
Number Website Origin Presentation | Efficiency | Volume per | of urinal 
on the Water | Grade cycle equipment 
Efficiency | (1/2/3/4) | (litre/cycle) 
Label 


2U 12-0002 |Dreyer & Co. Ltd 2613 2016 C502.2-I China : Sensor flush | 14.12.2012 
www.dreyer.com.hk l 

2U 12-0001 |Hung Cheong Hong 2698 1012 LABETA 1046 China f Urinal with 19.9.2012 
International Ltd ; 





